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STYLE  BOOK  OF 


2630  Erskine  Street 


Detroit,  Mich. 


OUR  PLEDGE 


■**&  =m»*- 


To  maintain  the  highest  standards  of  quality  on  all  fixtures  manufac¬ 
tured  in  our  plant— 

To  pass  to  you  in  tne  form  of  lower  prices,  the  benefit  of  mass  produc¬ 
tion  and  ultra-modern  methods  of  manufacture— 

To  constantly  strive  for  better,  more  appealing  designs  in  the  latest 
style  trends  and  finishes  which  compliment  not  only  the  lighting  fit¬ 
ments  but  also  the  interiors  where  they  are  used— 

To  improve  our  already  high  engineering  standard  for  rigid  construc¬ 
tion,  making  these  fixtures  life-long  values— 

In  short,  to  give  you  the  best  money  can  buy  at  lower  prices  than  can 
be  obtained  elsewhere. 

You  can't  go  wrong  with 


LINCOLN  LIGHTING  PRODUCTS 


•  C  A  Ft  LT  O  N  • 

BEAUTY  IN  WROUGHT  GLASS 


AUG  5  - 1940 


5415 


5405 


No.  5405—5  light.  Length  42",  spread  16".  3-way  switch  control. 


No.  5415—5  light.  Length  16,/2//,  spread  16".  Keyless  style. 


Center  spindle  made  of  finely  chased  aluminum  castings 
finished  in  polished  gold.  Furnished  with  domestic  crystal 
drops.  Finish:  Polished  Gold. 


No.  5455—5  light.  Length  42",  spread  16". 
3-way  switch  control. 


No.  5465—5  light.  Length  13%",  spread 
16".  Keyless  style. 


Clear  crystal  glass  center  stem. 
Finish:  Polished  Gold. 


The  glass  bowl  on  these  fixtures  is  fin¬ 
ished  in  a  pleasing  honey  color  on  the 
outside  while  the  inside  is  sprayed  white. 
The  finely  pressed  leaves  are  left  clear 
with  the  white  enamel  backing  on  inside 
to  eliminate  glare.  An  embossed  metal 
band  adorns  the  edge  of  each  of  these 
bowls. 


5455 
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5465 


fWwh 


No.  5035— 3  It.  Length  40",  spread  16".  3  way 
switch  control.  Ornamental  glass  rosettes  around 
metal'  reflector.  Light  Ivory  glass  bowl.  Finish  : 

Eggshell  and  Gold. 

No.  5038—3  It.  Length  12",  spread  16".  Keyless 
style.  Same  specifications  as  No.  5035.  Finish  : 

Eggshell  and  Gold. 

No.  5055— 4  It.  Length  40",  spread  16".  3  way 
switch  control.  Light  Tan  fired  color  on  16"  glass 
bowl  with  clear  design  in  bold  relief.  Finish  : 

Folished  Gold. 

No.  5065— 4  It.  Length  12'/4",  spread  16".  Keyless 
type.  Same  specif  cations  as  on  No.  5055.  Finish: 

Polished  Gold. 

No.  5475—5  It.  Length  40",  spread  16".  3  way 
switch  control.  Iridescent  ivory  glass  bowl  with 
clear,  raised  design.  Heavy  pressed  glass  center 
stem  and  breaks.  Finish  :  Chromium  Plate. 

No.  5478—5  It.  Length  1 572",  spread  16".  Keyless 
style.  To  match  No.  5475.  Finish  :  Chromium  Plate. 


5038 


3133 


No.  3106—1  It.  Length  T/i" ,  spread  6%"  Ext.  7l/2//, 
with  switch.  Finishes:  Eggshell  and  Gold, 
Bronze  and  Gold. 

No.  3133—3  It.  Length  40",  spread  1 6".  Keyless. 

Finishes:  Eggshell  and  Gold,  Bronze  and 
Gold. 

No.  3134—3  It.  Drop  S^/2",  spread  16".  Keyless. 

Finishes:  Eggshell  and  Gold,  Bronze  and 
Gold. 

No.  3135—3  It.  Length  40",  spread  12".  Keyless. 
Finish:  Polished  Gold. 

No.  3136—3  It.  Drop  12l/2,/,  spread  12".  Keyless. 
Finish:  Polished  Gold. 

No.  3137—3  It.  Drop  1 2,/2,G  spread  16".  Keyless. 

Finishes:  Eggshell  and  Gold,  Bronze  and 
Gold. 

Glass  bowl  on  all  numbers  is  light  ivory 
in  color. 


3134 


3106 


3137 


3136 


Ornamental  glass  rosettes  adorn  the 
sides  of  the  metal  reflectors  shown. 


3135 
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No.  3130—3  It.  Length  40",  spread  17".  With  3-way  switch. 

White  opal  glass  bowl.  Illuminated  top.  Finish: 

Bronze  and  Gold. 

No.  3132—1  It.  Length  40",  spread  17".  Keyless.  Frosted  glass 
bottom.  Finishes:  Bronze  and  Gold,  Eggshell  and 
Gold. 

No.  3142—1  It.  Length  40",  spread  Keyless.  Frosted 

glass  bottom.  Finishes:  Karagold,  Eggshell  and 
Gold. 


No.  3152—1  It.  Length  40",  spread  15".  Keyless.  Frosted  glass 
bottom.  Finishes:  Eggshell  and  Gold,  Karagold. 

No.  3153—1  It.  Length  1 3'/2",  spread  15".  Keyless.  To  match 
No.  3152.  Finishes:  Eggshell  and  Gold,  Karagold. 

No.  9481—3  It.  Length  42",  spread  18".  White 
opal  glass  bottom.  3-way  switch. 
Finishes:  Ivory  and  French  Gold, 
Satin  Grey. 
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9481 


•CWAkLOTT-E* 


D  I  STI  N  CTI  V  E  STY  LI  N  G 


3965 


3176 


3175 


No.  3175— 3  It.  Length  42",  spread  18".  3-way  switch. 

No.  3176— 1  It.  Height  71/ 2",  width  6%",  ext.  71/ 2".  With  switch. 

No.  3178—3  It.  Length  IS1//',  spread  18".  Keyless  style. 

Light  Ivory  Glass  is  used  on  this  set.  Perforated 
metal  banding  ornaments  the  top  of  reflectors  on 
3175-78.  Finish:  Eggshell  and  Gold. 

No.  3879—2  It.  Length  4l/2,/,  spread  lO'/W-  Keyless.  Colonial 
Prisma  effect,  clear  glass  bowl.  Furnished  with 
domestic  crystals.  Finish:  Polished  Gold. 

No.  3960—4  It.  Length  lO1/?",  spread  10".  Keyless.  10"  Cut 
Crystal  bowl.  Heavy  pressed  crystal  ball.  Highly 
polished  metal  band  at  top  of  glass  bowl.  Finish: 

Polished  Gold. 


No.  3961—4  It.  Length  lO1/^",  spread  12".  Key¬ 
less.  12"  Cut  Crystal  Bowl. To  match 
No.  3960.  Finish:  Polished  Gold. 


No.  3965—4  It.  Length  1 OV2",  spread  10".  Key¬ 
less.  10"  Light  Ivory  glass  bowl. 
Heavy  pressed  crystal  ball.  Highly 
polished  metal  band  at  top  of  glass 
bowl.  Finish:  Polished  Gold. 


No.  3966—4  It.  Length  IOC"/  spread  12".  Key¬ 
less.  12"  Light  Ivory  glass  bowl.  To 
match  No.  3965.  Finish:  Polished 
gold. 


3966 


3178 


3960 


3961 


8105 


No.  4105—1  It.  Length  40",  spread  16".  Keyless 
Light  Ivory  Glass  Bowl.  Cast  aluminum 
reflector  finished  in  a  polished  chrom¬ 
ium  gold.  Finish:  Chrome  Gold. 


No.  4125—1  It.  Length  40",  spread  16".  Keyless. 

Light  Ivory  Glass  Bowl.  Attractive  cast 
aluminum  reflector  finished  in  pol¬ 
ished  gold.  Finish:  Polished  Gold. 

No.  8105—3  It.  Length  42",  spread  16".  3-way 
switch.  Light  Ivory  Glass  Bowl.  Perfo¬ 
rated  metal  banding  at  top  and  metal 
ornament  at  bottom  of  bowl.  Domes¬ 
tic  Crystals.  Finish:  Bronze  and  Gold. 


4125 
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4105 


No.  8115—3  It.  Length  YS/i”,  spread  16".  Keyless. 

To  match  No.  8105.  Finish:  Bronze  end 
Gold. 


•  P  tt k L i S  (  • 

ATTRACTIVE  AND  EFFICIENT  LIGHT 


6101 


6103 


No.  6101  —  I  It.  Length  36",  spread  73//'. 
With  switch. 

No.  6103 — 3  It.  Length  40",  spread  16".  With 
switch. 

No.  6105 — 5  It.  Length  40",  spread  18". 
3-way  switch. 

No.  6106 — I  It.  Height  I  d/2",  width  6",  ext. 
6".  Switch. 

No.  6115 — 5  It.  Length  I51//',  spread  18". 
Keyless. 

No.  6135 — 7  It.  Length  40",  spread  IS3//'. 
3-way  switch.  Glass  bottom. 

Finishes:  Ivory  and  Gold  or  Toned 

Gold.  Furnished  with  white  Monax 
shades. 
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6105 


501  I 


•CAROLINA 

CRYSTALS  OF  CHARM 


5001 


No.  3869—1  It.  Drop  4,/2//,  spread  5'/ Keyless.  Fin¬ 
ishes:  Colonial  Brass,  Satin  Chrome. 


No.  5001  —  1  It.  Length  36",  spread  &/*''.  Keyless.  Finish: 

Satin  Chrome. 

No.  5005  3  It.  Length  40",  spread  1 6'A"-  Pull  switch. 
Finish:  Satin  Chrome. 

No.  5006— 1  It.  Length  13",  width  41/}",  ext.  5V4" .  With 
switch.  Finish:  Satin  Chrome. 

No.  5011  —  1  It.  Length  8",  spread  8Va"-  Keyless.  Finish: 

Satin  Chrome. 

No.  5015— 3  It.  Length  \6W',  spread  16!A".  Keyless. 
Finish:  Satin  Chrome. 
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5006 


BUCKINGHAM 

SPARKLING  CRYSTALS 


No.  3001— Length  36",  spread  8".  Finish:  Chromex. 

No.  3005— Length  43",  spread  16".  With  pull  switch. 
Finish:  Chromex. 

No.  3006— Length  12",  width  4%",  extends  5"  with 
switch.  Finish:  Chromex. 


No.  3011 


-Length  1 1 1/2",  spread  8".  Finish: 

Chromex. 


No.  3015— Length  17", spread  16".  Finish:  Chromex. 

No.  3055— Length  42",  spread  17".  Finish:  Pewter 
and  Black. 

No.  4905—5  It.  Length  36",  spread  22",  Keyless. 

All  crystal  chandelier  made  from  do¬ 
mestic  crystal  parts.  Metal  parts  finished 
in  Chromium  Plate. 

No.  4906—6  It.  Length  36",  spread  22".  Keyless. 

Same  as  No.  4905  only  6  It.  Metal  parts 
finished  in  Chrome  Plate. 


ii» 
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•MT.  VUNON  • 


COLONIAL  VOGUE 


2505 

As  Shown 
2515 

With  Prisms 


7231 

As  Shown 
7201 

Without  Prisms 


",  spread  8".  Keyless.  Finishes: 

Bronze  and  Gold,  Eggshell  and 


No.  2505 — I  It.  Length  12 

Colonial  Brass, 

Gold. 

No.  2515 — I  It.  Same  as  No.  2505  except  furnished  with  pol¬ 
ished  Colonial  Prisms.  Finish:  Colonial  Brass  only. 

No.  7201  —  I  It.  Length  36",  spread  8".  Keyless. 

No.  7203 — 3  It.  Length  42",  spread  I6%".  Keyless. 

No.  7205 — 5  It.  Length  42",  spread  20".  Keyless. 

No.  7206 — I  It.  Length  I  I 'A",  width  4l/4",  ext.  5 '/j. " .  With 

switch. 


7203 

As  Shown 
7233 

With  Prisms 


No.  7231  —  I  It.  to  match  No.  7201,  except  furnished  with  Pol¬ 
ished  Colonial  Prisms.  Keyless. 

No.  7233 — 3  It.  to  match  No.  7203,  except  furnished  with  Pol¬ 
ished  Colonial  Prisms.  Keyless. 

No.  7235 — 5  It.  to  match  No.  7205,  except  furnished  with  Pol¬ 
ished  Colonial  Prisms.  Keyless. 

No.  7236 — I  It.  Length  13",  width  4^/4",  ext.  5^/4".  With 
switch.  Polished  Colonial  Prisms. 

All  fixtures  furnished  with  crimped  top,  cut  chim¬ 
neys. 

Finish  on  entire  7200  Series:  Colonial  Brass. 


•SALISBURY* 


FASHIONABLE  COLONIAL 


No.  2403—3  It.  Length  42",  spread  1 9l/2//.  With  switch. 

Crimped  top  cut  chimneys.  Finish:  Colonial 
Brass. 

No.  2405— 5  It.  Length  42",  spread  20".  3-way  switch. 

Crimped  top  cut  chimneys.  Finish:  Colonial 
Brass. 

No.  2406—1  It.  Length  7'/ 2",  width  5",  ext.  6".  With 
switch.  Crimped  top  cut  chimneys.  Finish: 

Colonial  Brass. 

No.  3403—3  It.  Length  40",  spread  18".  Keyless.  % 
Frosted,  Crimped  top,  cut  shades.  Finish: 

Colonic!  Brass. 

No.  3405— 5  It.  Length  40",  spread  21".  Keyless.  % 
Frosted,  Crimped  top,  cut  shades.  Finish: 

Colonial  Brass. 

1".  Extension  61/ 2". 


i—l  It.  Length  O/j" ,  spread  5' 

With  switch.  %  Frosted,  Crimped  top,  cut 
*  shades.  Finish:  Colonial  Brass. 


3403 
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•SANDRINGHAM- 

PERIOD  STYLED  LIGHTING 


3105 


2502 


2501 


2503 


398G 


No.  2501 — Length  1^1  i”  <  spread  8".  Finishes:  Colonial  Brass 
or  Antique  Brass.  Cut  and  etched  crystal  glass. 

No.  2502 — Length  9",  spread  lO'/V’-  Finishes:  Colonial  Brass 
or  Antique  Brass.  Cut  and  etched  crystal  glass. 

No.  2503 — I  It.  Length  12",  spread  8".  Keyless.  Light  Ivory 
shade.  Finishes:  Colonial  Brass,  Bronze  and  Gold, 
Eggshell  and  Gold. 

No.  2505 — I  It.  Length  I  2",  spread  8".  Keyless.  Crimped  top 
cut  shade.  Finishes:  Colonial  Brass,  Bronze  and 
Gold,  Eggshell  and  Gold. 

No.  3105 — 3  It.  Length  42",  spread  18".  3-way  switch.  Royal 
Bronze  finish.  Light  Ivory  glass  bowl. 

No.  3985 — I  It.  Drop  4 diameter  7'/}".  6"  dia.  Frosted 
and  Cut  Glass  Globe.  Keyless. 

No.  3986 — 2  It.  Drop  4l/2",  diameter  9/4".  8"  dia.  Frosted 
and  Cut  Glass  Globe.  Keyless. 

No.  3987 — 2  It.  Drop  4^/2",  diameter  I  M/4".  10"  dia.  Frosted 
and  Cut  Glass  Globe.  Keyless. 

No.  3988 — 3  It.  Drop  4/2^1  diameter  13".  12"  dia.  Frosted 
and  Cut  Glass  Globe.  Keyless. 

Finish  on  3980  series:  Colonial  Brass. 
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3985 


•  LOUVtk  AND 


£  L  Ut  H  L I T  £ • 


2670 


2671 


3927 

No.  2670—2  It.  Height  QU",  spread  llfA",  ext.  White  Fired-ln 

Enamel  Enclosed  Glass  Shade  with  clear  crystal  bottom 
louvres  and  “diamonds".  With  switch.  Finish:  Chromium 
Plate. 


No.  2671—2  It.  Same  as  No.  2670  except  with  convenience  outlet. 
Finish:  Chromium  Plate. 


No.  2855—2  It.  Size  of  box:  8"  square  x  33/8" 
Glass  1 3/8"  deep  x  8%"  square. 
1%".  Keyless.  Takes  2-100  W. 
lamps.  Finish:  Chromium  Plate. 
Underwriters  Approved. 


No.  3925—1  It.  Drop  ,  spread  6%",  6" 
fitter.  Keyless  style. 


No.  3926—2  It.  Drop  S'U” ,  spread  8%",  8" 
fitter.  Keyless  style. 


No.  3927—2  It.  Drop  SW',  spread  10%", 
10"  fitter.  Keyless  style. 


The  glass  on  3925  series  is  fin¬ 
ished  in  a  White  Fired-in  En¬ 
amel.  The  “diamonds"  on  side 
of  glass  and  bottom  louvres  are 
left  in  clear  crystal  glass.  Ceil¬ 
ing  holders  are  equipped  with 
knockout  for  switch.  Finish: 
Chromium  Plate. 


No.  2852-1  It.  S  ize  of  box :  5"  wide,  9"  long,  4%"  deep.  Crystal  etched 
glass.  Asbestos  insulation.  Size  of  cast  frame:  6l/2"xlOlA"'. 
Finish:  Chrome  Plate.  Furnished  eit 

Underwriters  Approved. 


3925 
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•  KITCHEN  L 1 T  -E  • 


2559-A-87 I 


«> 


_ 


2560 


736 


No.  735— Depth  5%",  dia.  6%r/,  4"  fitter.  To  match  No.  736.  White 
enamel  with  clear  louvres  in  bottom. 

No.  736—8V2"  dia.,  SW'  deep.  For  4"  holder.  White  Enamel  with  clear 
louvres  in  bottom. 

No.  73 7—5"  dia.,  6"  deep.  For  4"  holder.  White  Enamel  with  clear 
glass  bottom. 

No.  810— White  Opal  glass  for  2Va"  holder,  height  3]U",  width  8^/2", 
extends  4%". 

No.  871— White  Opal  glass  for  4"  holder,  8V2"  dia.,  6V2"  deep. 


872 


No.  872— White  Opal  glass  for  2l/4"  holder,  SV2 "  dia.,  51/ 4"  high. 


2558-A-872 


737 


2567 


No.  2557— 1  It.  Drop  7^/2" ,  dia.  8%".  Keyless.  White  Enamel  glass  with 
clear  glass  louvres  in  bottom.  Finish:  Chromium  Plate. 

No.  2558— Complete,  keyless  or  pull,  8V2"  diameter,  7{hf'  deep. 

No.  2558-A-872— Complete,  keyless  or  pull,  7^/2"  deep. 

No.  2559— Complete,  keyless  or  pull,  12"  diameter,  9"  deep. 

No.  2559-A-871 —Complete,  keyless  or  pull,  9"  deep. 

Finish  on  above  four  items:  Chrome  Plate. 

No.  2560-1  It.  D  rop  8Vs",  dia.  S/i" .  Keyless.  White  Enamel  glass  with 
clear  lines  around  side  and  bottom.  Finish:  Chromium  Plate. 

No.  2567-1  It.  To  Match  No.  2557.  Drop  8", 
spread  63/s//-  White  enamel  fired 
with  clear  bottom  louvre.  Keyless. 
Finish:  Chrome  Plate. 

No.  2585— 1  It.  Drop  8V2",  dia.  8".  White  Opal 
Glass  Globe.  Finishes:  White  En¬ 
amel  or  Chromium  Plate.  Keyless— 
with  eyelet. 


-  -  ■ 


■■ 
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2585 


•  D  O  M  t  L I  T  t  i  • 


3977 


3975 


No.  3950—2  It.  Drop  4'/2",  dia.  9'/4"— 8"  glass. 

No.  3951—2  It.  Drop  4l/2",  dia.  ll'/4"— 10" 
glass. 

No.  3952—3  It.  Drop4'/2",  dia.  1 3"— 1 2"  glass. 

No.  3953—1  It.  Drop  43/4",  dia.  7l/4"— 6,"  glass. 

No.  3975—2  It.  Drop  4l/2",  dia.  9>/4"— 8"  glass. 

No.  3976—2  It.  Drop  4'/2",  dia.  I  1 1/4" — 10" 
glass. 

No.  3977—3  It.  Drop  4'/2",  dia.  13"— 12"  glass. 

Finishes:  Chromium  Plate  with  white 
opal  glass  or  Bronze  with  light  ivory 
glass. 


3952 


3950 


3953 


3951 


•BATHROOM  B  FL  A  C  kL  t  T  S  • 


2678—  Less  C.O. 

2679—  With  C.O. 


No.  2614 — Height  7",  width  4'/4",  ext.  4l//2".  With  convenience  outlet. 
White  Opal  glass. 

No.  2614-A — Height  7",  width  A^/a,"  ,  ext.  4l/2".  Ornamental  Metal  Band. 
With  convenience  outlet. 

No.  2615 — To  match  No.  2614.  Less  convenience  outlet. 

No.  2615-A — To  match  No.  2614-A.  Less  convenience  outlet. 

No.  2616 — Length  13",  width  4",  ext.  3".  Bullet  shaped  White  Opal 
glass. 

No.  2622 — Height  7",  width  4l/4",  ext.  4l/4".  White  Opal  glass. 


2622—  Less  C.O. 

2623—  With  C.O. 


2614—  With  C.O. 

26 1 5 —  Less  C.O. 


2614- A— With  C.O. 

2615- A— Less  C.O. 


No.  2622-A — To  match  No.  2622.  With  ornamental  metal 
band. 

No.  2623 — -To  match  No.  2622.  With  convenience  outlet. 

No.  2623-A — To  match  No.  2622-A.  With  ornamental  metal 
band  and  convenience  outlet. 

No.  2624 — Height  7%",  width  4^/g",  ext.  4%".  White  opal 
glass. 

No.  2625 — To  match  No.  2624 — With  convenience  outlet. 

No.  2630 — Length  I2I/4",  width  4",  ext.  3 */4 " .  White  opal 
glass  cylinder. 

No.  2666 — Length  18",  width  A^/2",  ext.  3".  Opal  glass  tube 
2"  square. 

No.  2678 — Lenqth  5^/2",  width  II",  ext.  5".  Moonstone  glass 
shade.  Up  to  2-60  W.  lamps. 

No.  2679 — To  match  No.  2678  except  with  convenience  outlet. 

All  brackets  shown  on  this  page  are  finished  in  genuine  Chrom¬ 
ium  Plate  and  are  equipped  with  switch  control. 
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2622- A— Less  C.O. 

2623- A— With  C.O. 


BATH  HOO  M  B  HACKLT  f 


8510 

8510-A 

8512 

8512-A 

8514 


851 1 
851 1  -A 
8513 
8513-A 
8515 


2676 

2677— With  C.O. 


No,  2558-A-810— Height  5Vj",  extends  7".  Keyless  or  pull  chain. 

No.  2619-Height  4%",  width  4l/4",  ext.  7l/4",  Fully  enclosed  shade  with  crystal 
bottom. 

No.  2620-Height  Ok" ,  width  ext.  Ok".  With  convenience  outlet. 

No.  2621 -Same  as  No.  2620,  except  without  convenience  outlet. 

No.  2626— Height  10",  width  A'/i" ,  ext.  4".  Opal  glass  3"  dia. 

No.  2670-2  It.  Height  6i/4",  spread  'Wk",  ext.  4'/t".  White  Fi red- 1 n  Enamel  Glass 
with  clear  crystal  bottom  louvres  and  "diamonds." 

No.  2671—2  It.  Same  as  No.  2670,  except  with  convenience  outlet. 

No.  2676— Height  9'k" ,  width  Ok",  ext.  4".  Opal  glass  half  cylinder. 

No.  2677-Same  as  No.  2676,  except  with  convenience  outlet. 

No.  8510-1  It.  18"  Fluorescent  Bracket.  Length  19", 
width  Ok". 

No.  8511—1  It.  18".  Same  as  No.  8510,  except  with 
reflector. 

No.  8512-1  It.  24"  Fluorescent  Bracket.  Length  25", 
width  Ok"- 

No.  8513—1  It.  24".  Same  as  No.  8512,  except  with 
reflector. 

No.  8514—1  It.  36"  Fluorescent  Bracket.  Length  37", 
width  Ok". 

No.  8515-1  It.  36".  Same  as  No.  8514,  except  with 
reflector. 

No.  8510-A— 1  It.  18".  Same  as  No.  8510,  except  with 
convenience  outlet. 

No.  8511-A-l  It.  18".  Same  as  No.  8511,  except  with 
convenience  outlet. 

No.  8512-A-l  It.  24".  Same  as  No.  8512,  except  with 
convenience  outlet. 

No.  8513-A— 1  It.  24".  Same  as  No.  8513,  except  with 
convenience  outlet. 

No.  9511-1  It.  18"  Fluorescent  Bracket.  Length  20", 
width  41/2". 

No.  951 1  -A — 1  It.  18".  Same  as  No.  9511  except  with 
convenience  outlet. 

No.  9512-1  It.  24"  Fluorescent  Bracket.  Length  26", 
width  4i/2". 

No.  9512-A-l  It.  24".  Same  as  No.  9512,  except  with 
convenience  outlet. 

All  brackets  shown  on  this  page  are  fin¬ 
ished  in  genuine  Chromium  Plate  and 
equipped  with  switch  control. 


26!*? 


2558-A-8 1 0 


2626 


2620—  With  C.O. 

2621—  Less  C.O. 


1^ 
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2710— Drop  10",  spread  12".  Crystal  etched  glass  bottom.  Finish: 

Eggshell  and  French  Gold. 

9469— Drop  9%",  width  SVi",  length  12".  White  opal  glass.  Fin¬ 
ishes:  White  and  Gold  or  Chrome  and  Bronze. 

9473— Drop  9",  spread  11".  Crystal  glass  bottom.  Finish:  Ivory 
and  French  Gold. 

9487— Drop  81/}",  spread  1 1".  White  opal  glass  bottom.  BuFf  color 
paper  parchment  around  inside  of  bottom  ring.  Finish:  Ivory 
and  Gold. 

2745— Drop  872",  spread  1 1".  Finish  :  Ivory.  Choice  of  glass  colors: 
Crystal,  Pink  or  F-loney,  etched. 

2759— Drop  9",  spread  lO'A".  Keyless.  Finish:  Eggshell.  Choice  of 
fired  colors:  Ivory,  Rose,  Blue,  Green. 

2761— Drop  12",  spread  IIV2".  Finishes:  Ivory  and  French  Gold  or 
White  and  French  Gold.  Choice  of  glass  colors:  White 
Monax,  Ivory,  Light  Green,  Blue. 

2763— Drop  9",  spread  10".  Finish:  Eggshell.  Choice  of  glass  col¬ 
ors:  Ivory,  Rose,  Green,  Crystal. 

No.  2764— Drop  9'A",  spread  lO'A".  Finish  and 
glass  same  as  No.  2763. 

No.  3155—2  It.  Diameter  lO'A",  drop  4%".  Crys- 
'  tal  etched  glass.  Finishes:  Bronze  and 

Gold,  Eggshell  and  Gold. 

No.  9467— Drop  11",  spread  11".  Crystal 
hobnail  glass.  Finish:  Ivory  and 
Gold. 


Bf  D  kOOM  and  SUN  kOOM 


2745 


•  T  H  £  PATRICIA- 


LATEST  STYLE  BEDROOM 

LIGHTING  AT 
LOW  COST 


BLUE 


CRYSTAL  ETCH 


No.  2715— 1-LIGHT. 

Spread  10 'A",  Drop  10%". 

Diameter  of  canopy  S'/a"  . 

Keyless  style.  With  knockout  for 
switch. 

Finish  of  Holder:  EGGSHELL. 


BEIGE 


Choice  of  glass  colors  as  shown: 

BEIGE,  PINK,  CRYSTAL  ETCH, 
GREEN,  BLUE. 


Standard  Package:  1  to  carton,  6  to 
shipper  carton. 


The  glass  bowl  has  a  finely  carved 
design  on  the  inside. 

The  color  is  applied  so  as  to  allow 
the  full  beauty  of  the  leaves  to  stand 
out  in  a  brilliant  sparkle. 

Top  edge  and  bottom  of  bowl  in 
clear  crystal  glass. 


PINK 
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GREEN 


•  S  U  N  k  I  S  t  • 


No.  2514—1  It.  Keyless.  Drop  9 %",  spread  9V4",  %  Frosted  Glass 
Shade.  Inside  of  reflector  finished  in  White.  Finish: 

Colonial  Brass. 


No.  2530—1  It.  Length  42",  spread  14".  I.E.S.  Milk-White  glass 
reflector.  Keyless.  Finishes:  Colonial  Brass  or  Antique 
Brass. 

No.  100  Spun  Metal  Shade  Only.  Finish:  Pewter. 

No.  101  Spun  Metal  Shade  Only.  Finish:  Chinese  Red. 
Specify  finish  of  fixture  and  shade  when  ordering. 


No.  2534-1  It.  Length  42",  spread  12l/2".  With  switch.  Frosted  glass 
chimney.  Finishes:  Colonial  Brass  with  Colonial  Brass 
Shade,  or  Antique  Brass  with  Chinese  Red  Shade. 


No.  3114-1  It.  Length  40",  spread  10".  Keyless.  Frosted  Glass 
Globe.  Finish:  Polished  Brass.  Choice  of  shade  finishes: 
Antique  Ivory,  Bronze  or  Chinese  Red. 


No.  3125—2  It.  Drop  4 %",  spread  11".  Keyless.  White  Opal  bowl 
Finishes:  Eggshell  and  Gold,  or  Bronze  and  Gold. 


No.  3155-2  It.  Drop  4",  spread  lO'/i".  Keyless.  Frosted  Glass 
Globe.  Finishes:  Eggshell  and  Gold,  or  Bronze  and 
Gold. 


No.  7403—3  It.  Length  42",  spread  15".  With  switch.  Ivory  tinted 
shade  with  clear  top.  Finishes :  Tan  and  Gold,  or  Bronze 
and  Chrome. 


No.  7811—1  It.  Length  10",  spread  8".  Keyless.  Light  Ivory  shade 
Finishes:  Bronze  and  Gold,  or  Eggshell  and  Gold. 


7403 


1.  .  T.  ■  if.'  "1  -.if 


M  ISC-E-LLANtOU  i  LOCATION! 


7913 


7903 


7905 


2510 


No.  7903— Length  36",  spread  14".  With  switch. 

No.  7905— Length  36",  spread  17".  With  switch. 

No.  7906— Height  9",  width  4l/2",  ext.  4".  With  switch. 

No.  7913— Depth  3",  spread  14". 

No.  7915— Depth  3Wf,  spread  17". 

Finish:  Rubbed  Gold. 

No.  2500— Depth  23/4"  spread  12".  Keyless  or  pull 

chain.  Finish:  Ivory  Polychrome. 

No.  2504— Depth  3",  spread  12".  Finish:  Ivory  Poly¬ 
chrome. 

No.  2509-Length  12",  width  4l/2",  ext.  4". 

Finish:  Ivory  Polychrome. 

No.  2510-Length  11",  width  8",  ext.  3'/2" 

Finish:  Ivory  Polychrome. 

No.  2511— Depth  3^/2",  spread  53A".  Keyless 
or  pull  chain.  Finish:  Ivory  Poly¬ 
chrome. 

No.  2512— Depth  4",  dia.  IS1/?".  With  or  with¬ 
out  controlling  pull  switch.  Finish: 

Ivory  Polychrome. 

No.  2513— Depth  4",  dia.  12".  With  or  with¬ 
out  controlling  pull  switch.  Finish: 

Ivory  Polychrome. 


No.  2522— Depth  4/2",  spread  12".  Keyless 
or  pull.  Finish:  Porcelain  Ivory. 

No.  2540— Length  1  O'/a",  width  5",  ext. 

4".  With  convenience  outlet 
and  switch.  Finish :  Ivory  Poly¬ 
chrome. 


2540 


2522 


Page  25 


2509 


tNTHANC-E  L  A  N  T  t  k  N  5 


1527 


1528 


1556 


1599 


1518 


1558 


1593 


1597 


No.  1510— Height  13",  width  Bh",  ext-  6".  Marine  Seeded  Glass.  Dull 
Black  finish.  Also  made  of  Copper  in  Bright  Brass  or  Antique 
Copper  finish.  Clear  glass. 

No.  1511  — Height  13",  width  ■  Finishes  and  materials  to  match  No. 
1510. 

No.  1516— Height  11",  width  51/ 2",  ext.  3 A".  Finishes:  Lumachrome  or 
Black. 

No.  1518— Height  9'/2",  width  4'/4",  ext.  5%".  Finish:  Black.  Clear  Frost¬ 
ed  glass  panels. 

No.  1527— Height  7%",  width  3'A"-  Made  of  solid  sheet  copper.  Finish: 
Dull  Black.  Clear  Frosted  Cylinder. 

No.  1528— Height  8%",  width  3  A".  Made  of  solid  sheet  copper. 
Finish:  Dull  Black.  Clear  Frosted  Cylinder. 

No.  1556— Height  1 1 A",  extends  4l/2".  Finish:  Gre¬ 
cian  Bronze. 

No.  1558— Depth  4V2",  spread  12".  Finish:  Ham¬ 
mered  Aluminum.  Amber  glass.  One  It.  or 
can  be  used  for  2  It. 

No.  1591— Height  MA",  width  4",  ext.  6".  Clear 
and  etched  glass.  Finish:  Black  and  Brass. 

No.  1595— 2  It.  Length  17",  height  5",  width  5".  Fin¬ 
ish:  White  Enamel  inside,  Black  outside. 

No.  1596—1  It.  Length  lOA",  height  5".  Finish  to 
match  No.  1595. 

No.  1597— Height  12",  width  51/?",  ext.  6".  Finishes: 

Statuary  Bronze  or  Swedish  Iron. 

No.  1598— Height  14",  width  6".  To  match  No.  1597. 

No.  1599—1  It.  Height  6 'A",  spread  7 A".  Finishes: 

Statuary  Bronze  with  amber  glass  panels 
or  Swedish  Iron  with  frosted  glass  panels. 


1595 


1596 
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1580 
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1529 


1533 


1525 


1555 


1503 


5867 


No.  1503— Height  7",  width  S/i" ,  ext.  61/ 4".  Made  of  solid  sheet 
Copper.  Finishes:  Antique  Copper  or  Black  and  Brass. 
Crystal  etched  glass  globe. 

No.  1525— Height  11",  width  4",  ext.  6".  Finish:  Arabian  Steel. 
Frosted  glass  cylinder. 

No.  1529— Height  9l/2//,  width  3 'A",  ext.  4l/2".  Made  of  solid 
sheet  copper.  Finish:  Antique  Copper. 

No.  1533— Height  9",  width  4l/2//,  ext.  6l/2'".  Made  of  solid  sheet 
copper.  Finish:  Antique  Copper. 

No.  1539— Height  9%",  width  5",  ext.  6".  Made' of  solid  sheet 
copper.  Clear  fresnel  effect  glass.  Finishes:  Bright 
Brass,  Antique  Copper  or  Black. 

No.  1540— Height  &/a",  width  5".  Made  of  solid  sheet  copper. 

Clear  fresnel  effect  glass.  Finishes:  Bright  Brass,  An¬ 
tique  Copper  or  Black. 

No.  1541— Height  6",  width' 6".  Made 
of  solid  sheet  copper.  Clear 
fresnel  effect  glass.  Finishes: 

Antique  Copper,  Dull  Black. 

No.  1555— Height  llfA",  width  6V2", 
ext.  7".  Clear  frosted  glass 
panels.  Finish:  Dull  Black. 

No.  1580— 3'/4"  Holder  less  glass.  Depth 
2'/4",  dia.  6".  Finish:  Black. 

No.  1581—  3i/4,/  Holder  less  glass.  Height 
6%",  width  4'/4",  ext.  6V2". 

Finish:  Black. 

No.  1582— Cast  Aluminum  Reflector,  dia. 

10",  ext.  16".  Finish:  Black. 

No.  1583— Height  1 1",  width  5",  ext.  7". 

Finish:  Arabian  Steel.  Amber 
glass. 

No.  1584— Height  1 ZVi",  width  5".  To 
match  No.  1583. 

No.  5866-Height  14",  width  8",  ext.  8". 

Finish:  Arabian  Steel.  Amber 
glass. 

No.  5867— Height  12",  width  8".  To 
match  No.  5866. 


•UTILITY  UNITS- 


No.  2558-A— 2'A"  Holder  only.  Keyless  or  pull  chain.  51/ 2"  diameter, 
2i/2"  deep.  Wired.  Finish:  Chromium  Plate. 

No.  2559-A— 4"  Holder  only.  Keyless  or  pull  chain.  7 A"  diameter,  3" 
deep.  Wired.  Finish:  Chromium  Plate. 

No.  1350-A— Outlet  closer.  Complete  with  knob  and  rod.  5 A"  dia. 

Finishes:  Brushed  Brass  or  Eggshell. 

No.  3819— Dia.  5 'A",  drop  3'/2".  Wired.  Keyless  or  pull  chain. 

No.  381 9-A—  Bare  with  strap,  less  eyelet. 

No.  3819-B— Bare  with  strap,  with  eyelet. 

Finishes  on  3819:  Eggshell,  Old  Gold. 

No.  3820— Dia.  5'A",  drop  3'/2".  Wired.  Keyless.  Finishes:  Bronze  or 
Chromium  Plate. 

No.  3821— Dia.  5'A",  drop  2%".  Wired.  Finish:  Ivory  Polychrome. 

No.  3822— Indirect  Beamlite.  Dia.  5'A",  drop  6'A". 
Wired.  Finish:  Eggshell. 

No.  3823— Dia.  5'A"-  Bare  with  strap.  Finish:  Eggshell. 

No.  3824— Holder  for  glass  bowls.  Bare,  with  strap 
and  bead  chains.  Dia.  5'A".  Drop  4'A". 
Finish:  Eggshell. 

No.  3825— H  arp  for  glass  bowls.  Bare  with  strap  and 
knob.  Dia.  5'A".  Length  8%".  Finish:  Ivory. 

No.  2520— Depth  3'A",  dia.  6".  Keyless  or  pull.  Finish: 

Porcelain  Ivory. 

No.  3880— Depth  2l/2",  spread  7".  Keyless.  Finishes: 

Goldtone,  Chromium  Gold  or  Eggshell. 

No.  3882— Drop  51/ 2",  dia.  5'A"-  Finishes:  Brassene, 
Lumachrome,  Antique  Ivory. 

No.  10907-B— Dia.  5 A",  depth  S'/s".  Zb  I  R  center  hole. 
Finish:  Dark  Bronze. 

No.  10907-C— Same  as  No.  10907-B  only  with  em¬ 
bossed  design.  Finish:  Dark  Bronze. 


10907-C 


10907-B 


3880 


3860 


3825 


2558-A 


3819 
38 1 9-A 
3819-B 


3823 


RESIDENTIAL  FIXTURE  CATALOG 


LIST  PRICE— AUG.  1,  1940 

LINCOLN  MANUFACTURING  COMPANY 

Detroit,  Michigan 

All  prices  wired  excepting  those  specified  unwired.  All  items  e  xcepting  those  showing  standard  package  quantities  packed  in 
individual  cartons.  Additional  charge  of  10%  on  all  orders  less  than  standard  package  quantities.  Prices  subject  to  change 
without  notice.  Bulbs  not  included  in  price  of  fixtures.  All  prices  F.O.B.  Detroit. 


Fixture 

No. 

Price 

Page 

Std. 

Description  Pkg, 

735 

1.35 

18 

Clear  Louvre 

Bottom 

736 

1.71 

18 

Clear  Louvre 

Bottom 

737 

1.50 

18 

Bottom  and  Rings 
Clear 

810 

1.05 

18 

2  White  Opal 

Glass  12 

871 

1.35 

18 

4"  White  final 

Glass  12 

S72 

1.20 

18 

2*4"  White  Opal 
Glass  12 

1350- A 

.39 

28 

Brushed  Brass  25 

1350-A 

.36 

28 

Eggshell  25 

1503 

3.30 

27 

Antique  Copper 

1503 

3.15 

27 

Blade  and  Brass 

1510 

3.00 

26 

Dull  Black 

1510 

7.05 

26 

Bright  Brass 

1510 

5.40 

26 

Antique  Copper 

1511 

3.60 

26 

Dull  Black 

1511 

7.65 

26 

Bright  Brass 

1511 

6.60 

26 

Antique  Copper 

1516 

3.75 

26 

Black  Finish 

1516 

4.05 

26 

Lumachrome 

1518 

3.30 

26 

Black  Finish 

1525 

5.70 

27 

Arabian  Steel 

1527 

3.00 

26 

Dull  Black 

1528 

3.00 

26 

Dull  Black 

1529 

3.90 

27 

Antique  Copper 

1533 

6.30 

27 

it  it 

1539 

4.35 

27 

Bright  Brass 

1539 

3.30 

27 

Antique  Copper 

1539 

3.30 

27 

Black 

1540 

4.35 

27 

Bright  Brass 

1540 

3.30 

27 

Antique  Copper 

1540 

3.30 

27 

Black 

1541 

3.30 

15-27 

Antique  Copper 

1541 

3.30 

15-27 

Dull  Black 

1555 

4.95 

27 

it  it 

1556 

3.75 

26 

Grecian  Bronze 

1558 

5.70 

26 

Hammered 

Aluminum 

1576 

8.25 

15 

Antique  Chromium 
— Keyless 

1578 

8.25 

151 

Antique  Chromium 
— Keyless 

1580 

1.20 

27 

Wired — Less 

Glass  ( Black )  36 

1580-A 

.90 

27 

Unwired — Less 

Glass  36 

1581 

2.40 

27 

Less  Glass 

(Black)  4 

1582 

3.60 

27 

Black  4 

1583 

5.70 

27 

Arabian  Steel 

1584 

6.15 

27 

a  a 

1591 

7.35 

26 

Black  and  Brass 

Maximum 

Capacity 


Fixture 

No. 

Price 

Page 

Description 

Std. 

Pkg. 

Maximum 

Capacity 

1595 

5.40 

26 

White  Enamel — 

Black 

4 

1596 

4.65 

26 

White  Enamel — 

Black 

4 

1597 

2.40 

26 

Statuary  Bronze 

1597 

2.40 

26 

Swedish  Iron 

1598 

3.15 

26 

Statuary  Bronze 

1598 

3.15 

26 

Swedish  Iron 

1599 

2.25 

26 

Statuary  Bronze 

1599 

2.25 

26 

Swedish  Iron 

2403 

15.60 

11 

Switch 

3 — 40W 

2405 

18.90 

11 

3-Way  Switch 

5 — 4()W 

2406 

5.70 

11 

Switch 

1 — 40W 

2500 

2.25 

25 

Keyless 

2500 

3.30 

25 

Pull  Switch 

2501 

12.30 

12 

Keyless 

1— 60W 

2502 

14.40 

12 

Keyless 

1—1 00  W 

2503 

5.40 

12 

Keyless 

1— 60W 

2504 

3.45 

25 

2505 

5.70 

10-12 

Keyless 

1— 60W 

2509 

2.85 

25 

Switch 

4 

2510 

3.30 

25 

Switch 

4 

2511 

1.35 

25 

Keyless 

6 

2511 

1.80 

25 

Pull  Switch 

6 

2512 

2.70 

25 

Keyless 

................ 

2512 

3.45 

25 

Pull  Switch 

2513 

3.45 

25 

Keyless 

. . . 

2513 

4.50 

25i 

Pull  Switch 

2514 

6.45 

24 

Keyless 

2515 

8.25 

10 

Keyless 

1— 60W 

2520 

1.50 

28 

Keyless 

6 

. 

2520 

1.95 

28 

Pull  Switch 

6 

2522 

2.10 

25 

Keyless 

_ _ ... _ _ 

2522 

2.85 

25 

Pull  Switch 

2525 

11.55 

15 

Keyless 

2 — 100W 

2526 

7.35 

15 

it 

2527 

16.20 

15 

a 

1— 100W 

2528 

12.75 

15 

it 

2 — 60W 

2530 

13.05 

24 

a 

1— 100W 

2532 

16.05 

15 

a 

2 — 60W 

2534 

8.25 

24 

With  Switch 

2540 

3.15 

25 

Conv.  Outlet  and 

Switch 

2557 

2.40 

18 

Chrome  Plate  Key- 

less  with  eyelet  12 

1— 100W 

2558 

5.25 

18 

Keyless 

2558-A 

2.70 

28 

ii 

12 

2558-A-810 

3.66 

21 

ti 

1— 60W 

2558-A-810 

4.05 

21 

Pull  Switch 

1— 60W 

2558-A-872 

3.66 

18 

Keyless 

2558-A-872 

4.05 

18 

Pull  Switch 

2558 

6.00 

18 

Pull  Chain 

2558-A 

3.09 

28 

Pull  Chain 

12 

2559 

6.00 

18 

Keyless 

1— 100  W 

2559 

6.45 

18 

Pull  Chain 

1— 100W 

2559-A 

2.85 

28 

Keyless 

12 

Fixture 

No. 

Price 

Page 

Std. 

Description  Pkg. 

Maximum 

Capacity 

2559-A 

3.30 

28 

Pull  Chain  12 

2559-A-871 

4.05 

28 

Keyless 

2559-A-871 

4.50 

28 

Pull  Chain 

2560 

3.00 

18 

1— 150W 

2567 

1.95 

18 

2585 

1.80 

18 

Keyless — White 

Enamel  with 

eyelet  12 

1— 100W 

2585 

2.10 

18 

Chrome  Plate 

with  eyelet 

Keyless  12 

1—  100W 

2614 

3.45 

20 

With  convenience 

Outlet 

1— 60W 

2614-A 

3.90 

20 

Conv.  Outlet.  Metal 

Band 

1 — 60W 

2615 

3.15 

20 

Less  Conv.  Outet 

1— 60W 

2615-A 

3.45 

20 

Less  Conv.  Outlet 

with  Metal 

Band 

1— 60W 

2616 

7.35 

20 

Switch  (Tubular 

Lamp ) 

1 — 40W 

2619 

3.00 

21 

Pull,  with  Glass 

1— 75W 

2620 

4.95 

21 

Conv.  Outlet 

1— 60W 

2624 

4.50 

21 

Switch — Less 

Conv.  Outlet 

1— 60W 

2622 

3.15 

20 

Less  Conv.  Outlet 

1 — 60W 

2622  A 

3.45 

20 

Metal  Band — Less 

Conv.  Outlet 

1— 60W 

2623 

3.60 

20 

With  Conv.  Outlet 

1— 60W 

2623-A 

3.90 

20 

With  Conv.  Outlet 

and  Metal  Band 

1— 60W 

2624 

3.45 

20 

Less  Conv.  Outlet 

1 — 60W 

2625 

3.90 

20 

With  Conv.  Outlet 

1—60W 

2626 

5.70 

21 

Switch 

1 — 60W 

2630 

6.60 

20 

Switch  (Tubular 

Lamp ) 

1 — 40W 

2666 

9.90 

20 

Switch  (Tubular 

Lamp) 

1 — tow 

2670 

6.60 

17-21 

Less  Conv.  Outlet 

2— 60W 

2671 

7.05 

17-21 

With  Conv.  Outlet 

2 — 60W 

2676 

5.40 

21 

Less  Conv.  Outlet 

1— 75  W 

2677 

6.00 

21 

With  Conv.  Outlet 

1— 75W 

2678 

5.40 

20 

Less  Conv.  Outlet 

2 — 60W 

2679 

6.00 

20 

With  Conv.  Outlet 

2 — 60W 

2710 

3. 15 

22 

Keyless 

1— 100W 

2715 

1.95 

23 

Keyless,  less  than 

l:  '  *  ; 

gross  with  K.O.  6 

2715 

1.80 

23 

Keyless,  Gross  Lots 

with  K.O.  i 

2745 

1.80 

22 

Keyless  6 

1— 100W 

2759 

3.15 

22 

Keyless 

2761 

2.70 

22 

Keyless,  White 

Glass 

1 — 100W 

2761 

2.70 

22 

Keyless — Colored 

Glasses 

1— 100W 

2763 

2.40 

22 

Keyless 

1— 100W 

22 

Keyless 

i — toow 

2764 

2.40 

17 

Chrome  Plate 

2852 

13.50 

Keyless 

1— 60W 

2852 

14.40 

17 

Chrome  Plate 

Pull  Chain 

1 — 60W 

2855 

15.60 

17 

Chrome  Plate, 

Keyless  only 

2 — 100W 

3001 

14  45 

9 

Chromex,  Keyless 

3005 

32.25 

9 

Chromex,  Pull 

Switch 

3006 

5.70 

9 

Chromex,  With 

Switch 

3011 

11.55 

9 

Chromex,  Keyless 

3015 

31.35 

9 

Chromex,  Keyless 

. . 

Fixture 

Std. 

Maximum 

No. 

Price 

Page 

Description  Pkg. 

Capacity 

3055 

45.10 

9 

Pewter  and  Black 
Keyless 

1 

3105 

28.80 

12 

3-Way  Switch 

3 — 60W 

3106 

6.45 

3 

With  Switch 

Keyless 

3114 

5.70 

24 

1—1 OOW 

3125 

4.50 

24 

2 — 40W 

3130 

15.60 

4 

3 -Way  Switch 

3— 60W 

3132 

9.00 

4 

Keyless 

1— 150W 

3133 

13.20 

3 

a 

3 — 60W 

3134 

9.30 

3 

n 

3 — 60W 

3135 

11.25 

3 

u 

3 — 60W 

3136 

9.90 

3 

a 

3 — 60W 

3137 

11.85 

3 

a 

3 — 60  W 

3142 

6.60 

4 

<< 

1— 50W 

3152 

7.35 

4 

a 

1— SOW 

3153 

6.30 

4 

n 

3155 

3.15 

22-24 

a 

2 — 40W 

3175 

16.50 

5 

3-Way  Switch 

3 — 60W 

3176 

6.45 

5 

With  Switch 

1— 60W 

3178 

15.60 

5 

Keyless 

3— OOW 

3403 

16.50 

11 

H 

3 — 30W 

3405 

20.55 

11 

a 

5— SOW 

3406 

6.00 

11 

With  Switch 

1 — 30W 

3819 

.72 

28 

Wired,  Keyless 

24 

3819 

1.05 

28 

Wired,  Pull 

Chain 

24 

3819-A 

.45 

28 

Bare  with  Strap, 

no  eyelet 

24 

3819-B 

.45 

28 

Bare  with  Strap. 

eyelet  for  P.C. 

24 

3820 

1.05 

28 

Wired,  Keyless, 

Bronze 

6 

3820 

1.35 

28 

Wired,  Keyless, 

Chrome  Plate 

6 

3821 

.60 

28 

Wired  complete 

12 

3822 

1.35 

28 

Wired 

1— 40W 

3823 

.24 

28 

Bare  with  Strap 

25 

3824 

.69 

28 

Bare  with  Strap, 

and  Bead 
Chains 

25 

3825 

1.02 

28 

Bare  with  Strap, 

and  Knob 

25 

<*860 

1.05 

28 

Ivory 

3860 

1.20 

28 

Cliromeplate 

3860 

1.20 

28 

Colonial  Brass 

3869 

3.00 

8 

Keyless 

3879 

10.65 

5 

ii 

3880 

1.05 

28 

a 

3882 

1.44 

28 

a 

3925 

3.45 

17 

Keyless — 1  It. 

1— 60W 

3926 

4.95 

17 

Keyless — 2  It, 

2 — 60W 

3927 

6.45 

17 

“  —3  It. 

2— OOW 

3950 

3.75 

19 

8"  Glass 

2 — 40W 

3951 

5.25 

19 

10"  “ 

2 — 60  W 

3952 

6.90 

19 

12"  “ 

3 — 60W 

3953 

3.30 

19 

6"  “ 

1 — 60  W 

3960 

11.10 

5 

Keyless  10"  Bowl 

3961 

12.60 

5 

“  12"  “ 

3965 

9.90 

5 

“  10"  “ 

3966 

11.55 

5 

«  j2"  “ 

3975 

3.75 

19 

“  8"  Glass 

Globe 

2 — 40  W 

3976 

5.25 

19 

Keyless  10"  Glass 

Globe 

2 — 60W 

3977 

6.90 

19 

Keyless  12"  Glass 

Globe 

3 — 60W 

3985 

4.65 

12 

Keyless  6"  Cut 

Glass  Globe 

1— 60W 

3986 

5.40 

12 

Keyless  8"  Cut 

Glass  Globe 

2 — 40W 

Fixture 

No. 

Price 

Page 

Std. 

Description  Pltg. 

Maximum 

Capacity 

3987 

7.35 

12 

Keyless  10"  Cut 

- 

Glass  Globe 

2 — 60W 

3988 

9.00 

12 

Keyless  12"  Cut 

Glass  Globe 

3 — 60W 

3995 

6.75 

15 

Keyless 

2— 60W 

4105 

11.55 

6 

Keyless  16"  Glass 

Bowl 

4125 

12.30 

6 

Keyless  16"  Glass 

Bowl 

4905 

31.35 

9 

Keyless — 5  It. 

4906 

36.30 

9 

“  —6  It. 

5001 

10.65 

8 

44 

_  _ 

5005 

28.05 

8 

Pull  Switch — 3  It. 

5006 

5.70 

8 

With  Switch — 1  It. 

5011 

8.70 

8 

Keyless — 1  It. 

5015 

24.75 

8 

Keyless — 3  It. 

5035 

16.35 

2 

3-Way  Switch — 

3  It. 

5038 

15.00 

2 

Keyless — 3  It. 

. . . 

5055 

18.15 

2 

3-Way  Switch — 

4  It. 

5065 

16.80 

2 

Keyless — 4  It. 

5405 

21.00 

1 

3 -Way  Switch — 

5  It. 

5415 

19.65 

1 

Keyless — 5  It. 

5455 

18.15 

1 

3-Way  Switch — 

5  It. 

5465 

16.80 

1 

Keyless — 5  It. 

5475 

18.90 

2 

3- Way  Switch — 

5  It. 

. . . . 

5478 

17.70 

2 

Keyless — 5  It. 

5866 

6.00 

27 

5867 

6.00 

27 

6001 

4.35 

14 

With  Switch 

1— 40W 

6003 

8.70 

14 

With  Switch 

3— 40W 

6005 

10.95 

14 

3-Way  Switch 

5 — 40W 

6006 

3.45 

14 

3- Way  Switch 

1 — 40W 

6015 

10.50 

14 

Keyless 

5— 40W 

6035 

13.95 

14 

3-Way  Switch 

7 — 40W 

Fixture 

No. 

Price 

Page 

Description 

Std. 

l*kg. 

Maximum 

Capacity 

6101 

3.90 

7 

With  Switch 

1 - 40W 

6103 

7.80 

7 

44  44 

3 — 40W 

6105 

9.45 

7 

3- Way  Switch 

5 - 10W 

6106 

3.15 

7 

With  Switch 

1 — 10W 

6115 

9.00 

7 

Keyless 

5 — 40W 

6135 

12.30 

7 

3-Way  Switch 

7 — 1()W 

7201 

8.25 

10 

Keyless 

1— 60W 

7203 

20.55 

10 

44 

3 — 60  W 

7205 

26.40 

10 

44 

5 — 60W 

7206 

5.70 

10 

Switch 

1— 60W 

7231 

11.25 

10 

Keyless 

1 — 60W 

7233 

30.15 

10 

44 

3 — 60W 

7235 

38.70 

10 

44 

5 — 60  W 

7236 

8.70 

10 

»4 

1 — 60W 

7401 

8.25 

13 

44 

1 — 10W 

7403 

13.95 

13-24 

With  Swith 

3 — 10W 

7405 

18.15 

13 

3 -Way  Switch 

5 — 40W 

7406 

4.95 

13 

Switch 

1— 40W 

7412 

4.95 

13 

Keyless 

2 — 40  W 

7435 

22.20 

13 

3-Way  Switch 

7 — 40W 

7803 

12.75 

16 

With  Switch 

3 — 60W 

7S05 

14.85 

16 

3-Way  Switch 

5 — 60  W 

7806 

4.95 

16 

With  Switch 

1 — 60W 

7811 

5.70 

16-24 

Keyless 

1— 60W 

7903 

4.65 

25 

With  Switch 

4 

7905 

5.40 

25 

44  44 

4 

7906 

2.10 

25 

44  44 

4 

7913 

3.75 

25 

Keyless 

4 

7915 

4.80 

25 

Keyless 

4 

8105 

21.45 

6 

3 -Way  Siwtch 

3— 60W 

8115 

20.10 

6 

Keyless 

3 — 60  W 

9467 

4.05 

22 

Keyless 

1— 100W 

9469 

12.30 

22 

44 

1— 150W 

9473 

3.15 

22 

44 

1—100W 

9481 

12.30 

4 

3- Way  Switch 

3— 100W 

9487 

3.75 

22 

Keyless 

1— 100W 

10907-B 

.45 

28 

Vs  1  R  Center 

Hole 

25 

10907-C 

.45 

28 

Vs  1  K  Center 

Hole,  Ernb. 

25 

FLUORESCENT  LIGHTING  LIST  PRICE 


l  ixture 

No. 

Page 

Description 

Cist  Price 
High  P.F. 
Complete 

Approx. 

P.F.  Rating 

Cist  Price 
Cess 
Ballasts 

Cist  Price 
Low  P.F. 
Complete 

Accessory 
Approx.  Price 

P.F.  Rating  List 

—8510 

21 

Bracket 

12.45 

90 

6.60 

9.15 

55  . 

— 85 10- A 

21 

With  Conv.  Outlet 

13.05 

90 

7.20 

9.75 

55  . 

—8511 

21 

With  Reflector 

15.15 

90 

9.45 

11.85 

55  . 

—85 11- A 

21 

C.  0.  and  Reflector 

15.75 

90 

9.90 

12.45 

55  . 

— 8512 

21 

Bracket 

14.10 

90 

8.55 

10.80 

55  . 

— 8512-A 

21 

Conv.  Outlet 

14.55 

90 

9.00 

11.25 

55  . 

—8513 

21 

With  Reflector 

17.40 

90 

11.70 

14.10 

55  . 

— 8513-A 

21 

C.  O.  and  Reflector 

17.70 

90 

12.00 

14.40 

55  . 

— 8514 

21 

Bracket 

25.05 

90 

11.10 

18.45 

55  . 

—8515 

21 

With  Reflector 

29.25 

90 

15.15 

22.65 

55  . 

9501 

1-18"  Kitehenlite 

16.20 

90 

12.90 

55  . 

—9502 

2-18"  Kitehenlite 

14.85 

55  . 

9503 

1-24"  Kitehenlite 

17.25 

90 

13.95 

55  . 

— 9504 

2-24"  Kitehenlite 

21.45 

95 

15.75 

55  . 

9511 

21 

Bracket 

.... 

7.35 

10.35 

55  . 

95 11 -A 

21 

With  Conv.  Outlet 

•# 

8.10 

11. IQ 

55  _ 

9512 

21 

Bracket 

.... 

9.30 

12.00 

55  . 

9512-A 

21 

With  Conv.  Outlet 

.... 

9.90 

12.75 

55  . 

.  * 
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IMPORTANT  INFORMATION 


WIRING — All  fixtures  are  wired  complete  unless  otherwise  specified. 

APPROVAL — All  electrical  devices  such  as  wire,  sockets,  switches  and  convenience  outlets  are  approved  by 
the  National  Board  of  Fire  Underwriters.  Each  fixture  is  rigidly  inspected  and  tested  before 
packing. 

FINISHES — The  finishes  specified  for  each  item  are  the  result  of  exhaustive  research  and  have  been 
selected  as  the  most  appropriate  and  practical  for  the  fixture.  Excessive  additional  cost  of  special 
finishes  prohibit  us  from  furnishing  any  other  than  those  specified  for  each  item.  Where  more  than 
one  finish  is  available  on  a  fixture  please  specify  which  one  is  required. 

PACKING — Fixtures  are  packed  assembled,  in  cartons  which  are  especially  partitioned  and  rigidly  tested  to 
suit  the  individual  requirements  insuring  receipt  of  shipment  in  best  possible  condition.  Standard 
package  quantities  are  noted  in  the  price  list.  If  less  than  standard  package  quantity  is  required, 
an  additional  charge  for  repacking  will  be  necessary. 

ORDERING — On  Rush  Orders  much  time  can  be  saved  by  ordering  by  wire.  For  this  purpose  we  have 
compiled  a  code,  which  is  shown  below,  with  full  instructions  for  its  use. 

SHIPPING — Please  specify  whether  you  prefer  to  have  your  goods  shipped  by  Parcel  Post,  Freight,  Express 
or  Boat.  If  we  lack  these  instructions  we  will  ship  according  to  our  own  discretion. 

DAMAGE — If  loss  or  damage  is  incurred  in  shipment  please  notify  your  transportation  agent  immediately. 

Though  we  cannot  be  held  responsible  for  collection  of  any  claim  we  will  cooperate  to  any  extent 
possible.  When  breakage  necessitates  replacement  of  parts  give  fixture  number,  close  description 
of  part  and  finish.  No  goods  are  returnable  without  our  authorization. 

TERMS — F.  O.  ,B.  factory,  1% — 10  days,  net  30  days.  Credit  will  be  extended  those  rated  in  Dun  &  Brad- 
street  or  those  who  can  furnish  satisfactory  credit  references.  All  C.  O.  D.  or  sight  draft  orders 
must  be  accompanied  by  a  deposit  of  25%  of  order;  terms  on  these  orders  are  net. 


TELEGRAPHIC  INFORMATION  AND  CODE 

LINCOLN  MANUFACTURING  CO. 

For  the  convenience  of  our  customers  in  ordering  fixtures  by  telegraph, 
we  have  worked  out  a  code,  which,  if  used  correctly,  will  save  you  consider¬ 
able  expense,  inasmuch  as  it  eliminates  a  good  many  words  otherwise  neces¬ 
sary  in  an  ordinary  telegram. 

It  is  permissible  to  group  five  letters  together,  which  is  counted  as  one 
word.  You  may  use  code  words  alone,  or  with  English  words,  but  code  letters 
cannot  be  attached  to  English  words. 

Following  is  an  example  of  an  actual  telegram  received  amounting  to 
thirty-eight  words,  and  the  same  reduced  to  code  amounting  to  only  ten 
words: 

.  “Rush  freight  ten  number  eighty  four  naught  five  drop  and  forty  num¬ 
ber  eighty  four  naught  six.  Also  three  number  seventy  one  naught  five  drop 
and  three  number  seventy  one  fifteen  ceiling  and  two  number  twenty  nine 
naught  one.” 

“WAJ  PHDJE  FORTY  PHDJF  THREE  PGAJE  THREE  PGAAE 
TWO  PBIJA.” 

We  might  call  to  your  attention  that  a  good  many  of  our  customers  use 
a  lot  of  unnecessary  words  in  telegrams.  For  instance,  most  of  our  fixture 
numbers  designate  themselves  the  number  of  lights,  such  as  No.  2035  is  a 
five-light,  No.  2033  is  a  three-light,  all  our  one-light  brackets  end  in  six  and 
two-light  brackets  in  seven.  Where  a  fixture  is  made  in  only  one  finish,  as 
are  most  of  our  numbers,  it  is  not  necessary  to  state  the  finish. 


Following  are  the  code 
letters  and  words  they 
represent: 


A  .  1 

B  .  2 

C  .  3 

D  .  4 

E  .  5 

F  .  6 

G  .  7 

H  .  8 

I  .  9 

J  .  o 

K  .  Drop 

L  .  Candle 

M  .  Ceiling 

N  .  Hundred 

O  .  Thousand 

P  .  Number 

Q  .  Lantern 

R  .  Bracket 

S  .  Fixture 

T  .  Wired 

U  .  Unwired 

V  . Parcel  Post 

W  .  Freight 

X  .  Express 

Y  .  Boat 

Z  . ...Wire  Reply 
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MAKING  TOOLS 


FACTORY  AND  GENERAL  OFFICES 


The  above  illustration  gives  a  general  view  of  the  factory  buildings  in  which  are  made  the  fixtures  shown  in 
this  book. 

The  sectional  views  show  only  a  few  of  the  many  departments  which  make  up  this  large  organization 
devoted  exclusively  to  the  manufacture  of  fine  lighting  fixtures  at  a  low  cost. 


MAKING  CASTINGS 


